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THE  GROTTO— Sanctuary  of  Our  Sorrowful  Mother,  Portland, 
Oregon.  An  open-air  shrine  carved  out  of  the  solid  granite 
cliff  wall  which  rises  to  a  height  of  150  feet.  The  Grotto 
itself  is  30  feet  deep,  30  feet  wide,  and  50  feet  high. 
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